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Supt* XL So Mint* 

Phila. 

Dear Sirs- 

Answering further your telephonic message 
of today? we will say that we are very mueh mortified at keeping 
you waiting in this way* but we are making every effort to com¬ 
plete the feed so it will work properly 0 We could not* as you 
suggest* have attached a feed like yours*because of the whoMy 
different construction of the press^srith the shaft in a very dif¬ 
ferent place* 

We have already had it bo we could put 12000 blanks through 
without trouble^but occasionally one would catch a little and be 
scarred* The writer has been working over the machine all the 
afternoon*and thinks that tomorrow will probably develop© a remedy 
for the slight trouble which remains. 

We assure you that we will telegraph you to come down and 
examine it the moment that it will run properly* which we hope 
will be tomorrow dr 3text day* 

Yours very truly* 

Ferracute Machine Co,* 
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[Abstract:] Relative to feeder of new press. 

Ferracute Machine Company 
Bridgeton, New Jersey, U.S.A. 

March 9, 1891 

Supt. U.S. Mint, 

Phila. 

Dear Sir: - 

Answering further your telephonic message of today: we will say that we are very much 
mortified at keeping you waiting in this way, but we are making every effort to complete the feed 
so it will work properly. We could not, as you suggest, have attached a feed like yours, because 
of the wholly different construction of the press with the shaft in a very different place. 

We have already had it so we could put 12000 blanks through without trouble, but 
occasionally one would catch a little and be scarred. The writer has been working over the 
machine all the afternoon, and thinks that tomorrow will probably develop a remedy for the 
slight trouble which remains. 

We assure you that we will telegraph you to come down and examine it the moment that 
it will run properly, which we hope will be tomorrow or next day. 

Yours very truly, 

Ferracute Machine Co., 
per 

Oberlin Smith 
Pres. 



